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EQUIPMENT LIST Y-x 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


MP Con ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE mo | «UNIT Cost © UNITS AMOUNT 
bi 61058 Jack, Insulated Combination, : ae - . 
' He H. SMITH INC. No. 206 (Red) . 16 5 og. .80 
2 61082 Jack, Insulated Combination, 
H. H. SMITH INC. No. 206 (Black) 416 5 80 
3 61196 - Jack, Insulated Banana, H. H. : 
SMITH INC. No. 205 (Red) 413 5 65 
4 61126 Connector , Receptacle, : Bed 
3 WINCHESTER No. QRE 129 45 2 90 


5 61061 Post, Binding, GENERAL 23 | ; 
_- RADIO No. 938WR 53 2 1.06 


6 61068. Post, Binding, GENERAL , 
: RADIO No. 938WB 453 2 1.06. 


7 61071 Jack, Phone, M. JAX CO. | 
No. MbLOA | .92 2 1.8) 


8 61049 Connector, Plug, WINCHESTER _ 
No. QREL2P 2.14 5 10.70 


a) 62053 donredtor, Plug, Elect. 
‘2h Contacts, 1 Mating End, 
Straight Shape, AMPHENOL 


No. 26 ~-159-24 : 1.43 2 2.86 
1o 68036 Relay, POTTER-BRUMFIELD | - 

No. 5KLAL 5675 5 28.75 
a 68033 Relay, POTTER-BRUMFIELD 

No. KLI4A 4.85 5 2h.25 
12 68025 Relay, SIGMA No. j 

22RICCLOOOG -SIL, . 14.00 10 140.00 
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DEPOT SPARES LIST FOR 3=CHANNEL 


DATA REDUCTION EQUIPMENT 


MP oa : |  EOPIMATED NO. OF ESTIMATED 


NUMBER § NOMENCLATURE ee “UNIT COST UNITS AMOUNT _ 
68102 Relay, POTTER~BRUMFIELD | . me 
; No. KAA | (8 295. 2 $ 5.90 
68034 Transformer, Output, _ . EB | | ; | 
: TRIAD No. HSM301 10.31 4 HL.ah 


68022 «= Transformer, Output, 


TRIAD No. HS-332 | 8.88 h 35,52 


68100 ‘Transformer, Output, go Sie. ; : 
TRIAD No. HSM315 14.15 4 | 56.60 


68081 Transformer, Output, | mA eS 
“TRIAD No. HSM305 12.83. 4 A492 


68037 Choke, per R-W Dwe. | sa 
No. 70030018 . 35.00 yo 140.00 | 


68104 “Choke » per R-W Dwg. . . 
; No. 70030019 . 35.00 4 . 140.00 . 


40033 ie J.-W. MILLER CO. = 
» 6315 | 1.08 4 4.32 


68000 Toroid, COMMUNICATION ee. ae 
ACCESSCRIES CO. No. MP930-35B ; 6.50 4 26.00 


40106 Torold, COMMUNICATION Sine 
ACCESSORIES CO. No. MP930-40B | 5 +95 4 23,80 


68076 Torold, COMMUNICATION , a : 
, ACCESSORIES CO. No. MP930-31B 5.55 4 22.20 » 


68095. Torold, COMMUNICATION 
ACCESSORIES CO. No. MP930-24B 5.55 22.20 


63038 $Transformer, Output » TRIAD . —— 
No. HSM319 | 23.58 h gh. 32 
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EQUIPMENT LIST Y-xX 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


NUMBER NOMENCLATURE 


10282 Choke, per R-W Dwe. No. 


70000025 


40017 «Transformer, Output, : 
TRIAD No. HSM307 


20419 Potentiometer, 
No. CULOML 


20469 Potentiometer, 
No. CULOS1 


20447 Potentiometer , 
No. CU5041 


20413 Potentiometer, 
-No. CLuU5021 


20099 Potentiometer, 
' No. CLU 1021 


20418 | Potentiometer, 
No. CLU5031; 


21032 Potentiometer, 
No. CCU1052 


68083 Relay, Thermal, CURTIS- 


ORMITE 


OHMITE 


OHMI'TE 


OHRMITE 


OHMITE 


OHME'TE 


WRIGHT No. 117-20-A 


60048 Switch, Miniature, 
CENTRALAB, PA-2009 


60036 = Switch, Miniature, 
CENTRALAB, PA~-2023 


~ 60044, Switch, Miniature, 


CENTRALAB, PA-2027 


Approved For Release 1999/09/08 : 
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UNIT COST UNITS AMOUNT 


4 35.00 - & $= 140.00 


. 14.80 4 
170 1 
DELETE 
2.55 1 
255-8 
250 1 
250 1 
913 L 
12,90 1 
3.36 1 
3.48 | q 
4.29 i. 
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EQUIPMENT LIST Y-xX 


DEPOT SPARES LIST FOR 3~CHANNEL 
DATA REDUCTION EQUIPMENT 


MP , | MAE «NO. OF 
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10-77-57 


ESTIMATED 
ITEM NUMBER NOMENCLATURE | UNIT COST UNITS. . AMOUNT 
39 60089 —§ Switch, Miniature, ae . ie 
CENTRALAB, PA~2003 : a et ee iy, 1. $ 1.74 
ho 60057 ~=—s Switch, Mintature, | $03 | 
CENTRALAB, PA-201] | “B52 al 2.52 
41 = 60066 Switch, Miniature, | | 
CENTRALAB, PA-2035 _ 9,62 21 2.82 
42 = 61091 Switch, Miniature, ~t . | iu 
CENTRALAB, PA-2007 a 1632-21 1532. 
43 60003 Switch, CUTLER - “HAMMER, oe cota Ss Eo 
No. 7675 Kh . 802 21 8.02 
44 61083 Switch, Miniature, 7 oe = : 
. CENTRALAB, PA-2019 | 1.89 1 1.89 
45 61059 = Switch, Mintature, | | | | 
_ CENTRALAB, PA-2015 | (1.87 1 1.87 
46 68092 Relay, Thermal, G. V; . a a. . 
. CONTROLS No. RO-60 | a 3 - 10,00 5 50-00 
47 56087 Switch, GENERAL COMMROLS —- 
“No. MI6287 “Se “4,00 ° 2 8.00 
ets) 10368 Transformer, Power, per : | 
 -ReW Dwg. No. 70000020 _ . . 35,00 140.00 
4g 58077 Transformer, Power, UNITED | 
, TRANSFORMER CO, No. H 93 37-13 4 148,52 
50 58099 . Transformer, Filament, TRIAD 7 co 
No. HSM226 U4.28 = 4 57.12 
51 10339 : Transformer, Power, per 
R-W Dwg. No. 70000017 35.00 4 140.00 
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MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE . UNIT COST UNITS AMOUNT 
52 58141 Transformer, Filames! 
_ TRIAD No. HSMe29 17.16 4 $ . 68.64 
53 58129 Transformer, Power, 
TRIAD No. HSM216 33.48 4 133.92 


54 58162 Transformer, CHICAGO 
STD. No. PFLAL3YY 35.00 4 140.00 


55 10374 ‘Transformer, per R-W : 
Dwg. No. 70000023 35.00 \ 140.00 


56 10383 Transformer, per R-W Dwg. 
No. 70000021 35.00 4 * 140.00 - 


af 10351 Transformer, per R-W Dwg. : See 
No. 70000022 35.00 2 140.00 


56 58132 Trensformer, Filament, 
UNITED TRANSFORMER CO, 


No. H 134 16.42 4 65.68 
a9 10999 Transformer, per R-W Dwg. . 2 
ae No. 70030020 35.00 4 140.00 
60 55035 = Diode, Crystal, 1N93 1.85 20 37.00. 
61 35027 ‘Diode, Crystal, WESTINGHOUSE . 
No. WNS5O91-A 14.00 4 . 56.00 
62 - 61062 Diode, Crystal, 1N92 2.88 2 5.76 
63. 54990 lode, Crystal, INTERNATTONAL, | | 
_ RECTIFIER CORP, No. 8t1 - 68 15 26.40 
6) 61100 Diode, Orystal, INTERNATIONAL : , 
RECTIFIER CORP. No. 4UL 1.10 2 2.20 
-5— 
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DEPOT SPARES LIST FOR 3-CHANNEL 
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ESTIMATED NO.OF ESTIMATED 
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 TTEM NUMBER NOMENCLATURE ‘UNIT COST UNITS = AMOUNT 
65 55028 Diode, Crystal, INTERNATIONAL | 
_ RECTIFIER CORP. No. 5UlL $ 1.02 5 $$ 5.10 
66 59122 Iight, Pilot, MARCO No. SNE2 185 20 17.00 
67 59012 light, Pilot, G. B. No. 328 he - 20 8.40 
68 «57027 = Fuse, 4 Amp., 250 V., 3Aq, 
ae LITTLEFUSE No. 312004 .06 25 1.50 
69 57040 Fuse, 1/32 Amp., 125 V., 3AG, ) 
i Slo-Blo, LITTLEFUSE No. 313.032 19 25 4.75 
10 57007 Fuse, 1/16 Amp., 250 V., 3AG, 
; . _LITTLEFUSE No. 312.062 10- 25 2.50 
7l 57005 «= Fuse, 3.Amp., 125 V., 3AG, 2 
: LITTLEFUSE No. 312003 Oh 25 1.00 
72 56020 Fuse, 1/4 Amp., 250 V., 34d, 
: _ LITTLEFUSE No. 312.250 “1h 25 3.50 
73 57011 Fuse, 5 Amp., 250 V., 3AG, | 
LITTLEFUSE No. 312005 6. 25 1.50 
74 57014 Fuse, 2 Amp., 250 V., 3AQ, | 
| LITTLEFUSE No. 312002 £05 25 1.25 
75 56010 Fuse, 3/4 Amp., 250 V., 3AG, 
LITTLEFUSE No. 312.750 09 85 2.25 
76 56017 = Fuse, 12 Amp., 250 V., 3AB, - 
| ; LITTLEFUSE No. 314012 .10 25 2.50 
Lit 56014 Fuse, 15/100 Amp., 250 V., 
a _ 3AG, LITTLEFUSE No. 312.150 .08 25 - 2.00 
78 47 3h Tube, 5RYWGY 4.60 4 18.40 
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EQUIPMENT LIST Y-xX 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT . 


MP | ' sO RSTTMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE . UNIT COST UNITS AMOUNT 
79 45094 = Tube, 6AR6/6098 — $ 3-25 $13.00 
80 45062. «= Tube, 5752 B05 k 8.20 
81 45080 Tube, 063/85A2 | 2.50 4 10.00 
82 45028 Tube, 5814/12AU7 . 2.25 5 11.25 
83 45040 Tube, 6AQ5 | . 52 3 1.56 
8h 47324 Tube, OB2 .80 3 “2.40 
85 - k5026 Tube, 5963 | 7 1.00 3 3.00 
- 86 45030 ube, 6136/6AU6 | _— 2.00. 10 : 20.00 | 
87 450721 Tube, 12BH7 : | 72 3 | 2.16 
88 45032 Tube, 2021/5727 a 1.21 3 3.63 
89 45066 Tube, HB1O6 | 10.00 30° 30,00 
90 45065 = Tube, 6BKTA .82 3 2.46 
| 91° | 45011 Tube, 6080 | 6.00 3 18.00 
92 45015 Tube, 6U6 | 1.03 3 3.09 
93 10954 Post, fuse, LITTLEFUSE 
No. 342003 ; 26 2 56 
94 10897 light, Pilot, MARCO ee 
No. 30080M : 85 2. 1.70 
95 10888 Socket, Tube, HEWLETT-PACKARD - » 
NO. HSK1O6-R5 1.50 2 3.00 
96 30258 Capacitor, Fixed Baten: Dielectric, | 
4 MFD, 600 V., + 10%, CP7OBLEF4O5K . 5.82 | 4 23.28 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200010007-7 


Approved For Release 1999/09/08 : CIMRDPOMitectiver duly 15, 1950 | 
Supersedes: _ Itet ¥ dated 10-7-57 

Revision: 
tea a clas ens 


EQUIPMENT LIST Y-~X 


DEPOT SPARES LIST FOR 3-CHANNAL, 
DATA REDUCTION EQUIPMENT 


ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE = UNIT COBT UNIT'S AMOUNT 


, 


97 30269 Capacitor, Fixed Paper, 
Dielectric, 8.0 MID, 600 V., 
+ 10%, CP70BLEF805K 7 


98 30407 Capacitor, Fixed Paper, 
Dielectric, 10 MID, 600 V. ry ‘ , ; , 
+ 10%, CP7OBLEILOGK 9.00 2 18.00 


99 30400 Capacitor, Fixed, 100,000 MD, 
600 V., + 10%, HOPKINS No. 
JUKTOLONK 


100 30271 Capacitor, Blectrolytic , . 
10,000 MID, 10-15 V., MALLORY 
No. HC-10100 


1.24 2 2548 


We95 a _ 9.90 


101 30380 Capacitor, Electrolytic, 
2000 MFD, 15 V., MALLORY ‘No. 
HC =1520 2.82 2 5.64 


102 30441 Capacitor, Fixed, 270,000 MRD, 
' 600 V., + 10%, HOPKINS No. . 
— JUKETAK | 1.25 2 °° | 2,50 
103. = 30464 Capacitor, Fixed Paper, 
; 100,000 MMFD, 600 V., + 20% 
- 10%, BPRAGUE No. 80P3 1.30 2 2.60 


~ 104 30384, Capacitor, Fixed, 1.5 MID,. 
200 V., + 20%, HOPKINS No. 
1P52H 1.76 2 _ 3.52 


105 30455 Capacitor, Fixed, 100,000 MMD, 
- hoo v., + 10%, W/Slv., HOPKINS 
No. 9-1KTH104K ‘71 2 lhe 


106 30448 Capacitor, Electrolytic, 10 MFD, 


150 V.,y CORNELL-DUBILTER No. | , 
BBR1O-150 . by 2 .88 
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MP 3 ESTIMATED NO. OF ESTIMATE! 
NUMBER = NOMENCLATURE - UNIT COST uUNTTS AMOUNT 


30432 Capacitor » Electrolytic » 50 MED, 
25 V., CORNELL-DUBILIER Mo. : 
BBR50~25 $ 66 °° 2 $ 1.32 


30430 Capacitor, Fixed, 100,000 map, 
- 200 Vi, + 10%, W/Blv., HOPKINS ‘ : 
No. G-1LK21O1K 1.00 2 2.00 


30395 Capocitor, Fixed, 100,000 MurD, 
400 V., + 10%, W/Blv., HOPKINS . 
No. 9~1KH LOUK 1.48 lo 14.80 


30451 Capacitor, Electrolytic, 10 MFD, 
90 Vs, CORNELL-DUBLLIER No. BERLO~50 42 10 4.20 


30385 Capacitor, Fixed, 1.0 MD, 200 v., 
+ 10%, W/Slv., HOPKINS No. 


F-LKT21LO5K de ay 2.3 
30397 Capacitor, Electrolytic » 25 MID, 
25 V.,y CORNELL-DUBILLER No. BER25 -25 - 60 2 1.20 


30466 = Capacitor, Fixed, 1700 MMFD, 


600 V., + 10%, HOPKINS, No. 
LK6472K 1.00 3 3.00 


30370 Capacitor, Fixed, 470,000 MMPD, 
600 V., + 10%, HOPKIN No. aks : 
1KT64-73K 1.00 3 - 3.00 


30362 Capacitor, Fixed, 250,000 MMI'D, 
600 V., + 10%, HOPKINS No. 


TLKVEASNK | 1.62 2 — 3.2h 
30385 Capacitor, Fixed, 3300 MMED, 
4O@ V., + 10%, MOPKINS No. 
9-1 KN 332K .80 5 - 00 
~G~ 
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DEPOT SPARES LIST.FOR 3+CHANNEL 
DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


Capacitor, Fixed, 250,000 MMFD, 
hoo V., + 10%, W/Slv., HOPKINS 


| No. 9-1KGa54K ls 


Capacitor, Fixed, 150,000 MMiD, 
200 V., + 10%, W/Slv., HOPKINS 
No. 9-1K2154K . | 


Capacitor, Fixed, 4700 MMFD, 
4OO V., + 10%, W/Slv., HOPKINS 


No. 9-1K4470K 
Capacitor, Fixed, 1000 MMFD, 
400 Ve, + 10%, W/Slv., HOPKINS 
No. 9-1K}10eK 


Capacitor, Metalized Paper, — 


0.01 MFD, 200 V., + 20%, HOPKINS 


No. POl2H 


Capacitor, Fixed, «1 MRD, 400 V., 


+ 20%, HOPKINS No. Plu 
Capacitor, Fixed, 220,000 MMIFD, 


400 V., + 10%, W/Slv., HOPKINS 


No. 9-1LKTH20NK 


Capacitor, Fixed, 100,000 MMFD, - 


100 V., + 10%, W/Slv., HOPKINS 
No. 9-1K1104K 


Capacitor, Fixed, 15000 MMFD, 400 V.,- 
+ 10%, W/Slv., HOPKINS No. 9-1K4153K 


Capacitor, Fixed, .05 MFD, 400 v., 


+ 20%, HOPKINS No. POS4H 


JESTIMATED ° 
UNIT COST 


1.00- 


2.51 


. #LO- 
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127 30311. «Ss Capacitor, Fixed, 1000 MMFD, 
100 V., + 10%, W/slv., HOPKINS . | 
No. 9-1KT102K 1.00 2 $ 2.00 


228 30367 Capacitor, Electrolytic, 
30 MFD, 50 V., CORNELL-DUBLLIER . 
No. BR505 42 2 84. 
2129 21091 - Capacitor, Fixed, 220,000 MMID, 
400 v., + 104%, W/Slv., HOPKINS eh 
No. 9-1Kt20hK a 1.02 2 2.04 


430 30408 ~—=s Capacitor, Fixed, 100,000 MMFD, 
100 V., + 10%, W/Slv., HOPKINS No. oe : bs 
9-1KT1104K . 72 2 Led 


432 21079 Capacitor, Fixed, 1800 MMFD, 400 v., 
+ 10%, W/Slv., HOPKINS No. . sO 
9~1K4182K 1005 62. . 2,00 


132 30481 Capacitor, Fixed, 1000 MMFD, 
. 200 V., + 10%,, W/Slv., HOPKINS 3 
No. 9-1K2102K 1.00 2p “.  *2.00 
133 * 30373 Capacitor, Fixed, 39,000 MMFD, 
300 V., + 10%, W/Slv., HOPKINS 
No. 9~1K3393K : 81 2 ; 1.62 


434 30391 * Capacitor, Fixed, 1.0 MD, 400 v., | 
_# 20%, HOPKINS No. 1Phy 91 a 1.82 


435 30435 Capacitor, Fixed, 10,000 MMFD, 400 y,, | ) on: 
: + 10%, W/Slv., HOPKINS No. 9-lEr1103K 1.00 2 8.00 


436 30512 . Capacitor, Fixed, Paper, Dielectric ; 
1.0 MFD, 600 V., + 10%, CPO6SBLEFLOSK 3.30 2 - 6.60 


137 3002h Ss Capacitor, Electrolytic, 10 MFD, ; ; . 
25 V+, CORNELL-DUBILIER No. BBRLO-25 50 2 1.00 
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138 30516 Capacitor, Fixed, 1500 MFD, 400 v., | 
+ 10%, W/Slv., HOPKINS No. 9-1K4152eK $ ° 2.50 2 $ 5.00 


139 30526 Capacitor, Fixed, 1 MFD, 100 V., 
+ 10%, W/Slv., HOPKINS No. 9-1K1105K' . 1.00 2 2.00 


140. 30530 Capacitor, Fixed, 33,000 MMFD, 300 V., 
+ 10%, W/Slv., HOPKINS No. 1KT3333K 1.00 20. 2.00 


141 30489 Capacitor, Fixed, 250,000 MMFD, : 
300 V., + 10%, W/Slv., HOPKINS No. ‘ 
9-LKT3250K 1.50 a 3.00 


14230334, Capacitor, Fixed, 47,000 MMFD, 
400 V., + 10%, W/Slv., HOPKINS No. 


9-1K4N7 3K 67 2 ue aol © 
143 21072 Capacitor, Metalized Paper, .25 MFD, , Z 
600 V., + 20%, HOPKINS No. P256H 1.00 2 2.00 
hy 30377 Capacitor, Fixed, 47,000 MMFD, 600 V., 
+ 10%, W/Slv., HOPKINS No. 9-1K6473K 2.70 2 . 5.40 
145 30486 Capacitor, Electrolytic, 200 MFD, 125 V., | 
MALLORY No. NP1225 3.00 2 6.00 
146 30331 Capacitor, Fixed, 100,000 MMFD, 600 V., 
+ 10%, W/Slv., HOPKINS No. 9-1KT6104K 2.70 . 2 5.40 
“147 30877 «= Capacitor, Fixed, 250,000 MMFD, 600 V., ; 
+ 10%, W/Slv., HOPKINS No. 9-1KT6254K © _ 1.62 Se 4 3.2 
148 30475 Capacitor, Fixed, Paper, Dielectric, | . 
. 2 -MFD, 600 V., + 20% - 10%, No. : 
TNAD6020 2.50 2 5.00. 
149 30306 Capacitor, Fixed, 100,000 MMFD, 200 V., . 
+ 10%, W/Slv., HOPKINS No. 9-1KT2104K 98 2 "1.96 
-12~ 
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150 30398 Capacitor, Flxed, Ceramic » Dielectric, 
Y7MMID, 500 V., + 2%, coascui7ad $ 125 2. &§ 50 


151 . 30342 Capacitor, Blectrolytica, 10 MPD, 450 vV., 
CORNELL-DUBILIER No. BRLOMS 50 2 1.00 | 


152 30358 Capacitor, Fixed, 4700 MMItD, 400 V., 
+ 10%, W/Slv., HOPKINS No. 9-1KT4Y72K Oh 2 . 2.88 


153 30365 Capacitor, Fixed, .Ol MED, 400 Vi, + 20% ’ 
W/Slv., HOPKINS No. 9-PoLlit | 1.00 2 2.00 


154 30366 Capacitor, Electrolytic, 8-8 MPD, 450 V., 
° MALLORY No. SR 638 . 1,80 2 , 3-60 - 


155 30404 Capacitor, Fixed, 15 MPD, 400 V., + 20% | 7 
W/Slv., HOPKINS No. 9P54H 1.00: 2 2.00 


156 30360 Capacitor, Electrolytic, 25 MID, | eat 3 
50 V., CORNELL-DUBILIER No. BBR25-50 «TO 2 . alee) 


157 - 30496 Capacitor, Electrolytic, 16 MFD, z 
150 V., CORNELL-DUBILIER No. BR 1615 455 2 cel 


158 , 21010 Capacitor, Fixed, 1.0 MrD, 200 Viy Ben 
+ 20%, W/Slv., HOPKINS No. 9~1P2H 1.50 2 3.00 


159 * 21030 Capacitor,’ Fixed, 33,000 MMFD, 400 v., 
; : + 10%, W/Slv., HOPKINS No. 9-1KT333K 21.50 20 5.00 


160 30414 Capacitor, Fixed, 47,000 MMPD, 400 v., 
+ 10%, W Slv., HOPKINS No. 9-1K'T!473K 2.50 2 5.00 


161 21074 Capacitor, Fixed, 250,000 MMED, 400 v., 
: + 10%, W/Slv., HOPKINS No. 9-1KT!254K 250 . 2 5.00 


162 ° 10859 Motor, TECHNICAL DEVELOPMENT CORP. | . 
- ‘No. D641L-1 75.00 3 . 225.00 
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168 
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Supersedes } List Y dated 10-7~57 
preereemcarrontiertrr neta ra gp 


Revision: 


WQUIPMENT LIS Y-x 


DEPO! BAKED LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


MP . ESTIMATED NO, OF 
NUMBER NOMENCLATURE . UNIT COST UNT'TS 


10882 Motor, TECHNICAL DEVELOPMENT 


CORP. No. D641-2 $ 125.00 a 
10926 Motor, TECHNICAL DEVELOPMENT 

CORP, No. D631-1 83.00 - 2 
68028 Cireult Breaker, 50 Amp., Curve 4, 

HEINAMANN No. XAM-33 22.90 2 
68039 Clreult Bresker, 10 Amp., Curve 5, 

HEINAMANN No. XAM-33 8.60 2 
60000 Awltich, Toggle, CUTLER -HAMMER | | 

No. 8801K7 1.73 3 
61.056 Knob, GENERAL RADIO No. KNB-2 “75 2 
65678 Meter, VU, SIMPSON No. L42A 23.40 1 
11396 Counter, Decade, HEWIMIT-PACKARD - 

No. HPAKCA (De 9000) 35.00 1 

. 10855 Counter, Decade, per R-W Dwg. 

No. 70000655 (DC 9300) 50.00 a 
10833 Counter, Decade, per R-W Dwg. 

No. 70000656 (DC 9200) 50.00 1 
10275 Counter, Six Count, per R-W 

Dug. No. 70000419 (DC9100) 50.00 1 
70039 Chart Paper, ALIAX 3.00 26 


11035 Playback-Record Amplifier, per 
R-W Dwg. No. 70000789 670.00 - 2 


11006 Erase OseLLiator end Amplifier 
Assembly, per R-W Dwg. No. 70000792 - 4321.00 al; 
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ESTIMATED | 


AMOUNT 


~  $ 250.00 


166.00 
45.80 
17.20 


o+L9 
1,50 


23.40 
35.00 
“50.00 
50.00 


50.00 


78.00 
1,340.00 © 


4.31.00 
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EQUIPMENT LEST Y-Xx 


DEPOT. SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


‘ MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 


177 10919 Transport Sequence Control 
per R-W Dwg. No. 700006K2 $ 885.33 1 $ 885.33 


178 20614 Resistor, Fixed Wirewound, 
68K, 2 Watt, + 1%, HYCOR No. 
628A 68K, or GINEMA No. 
CEL81E 68K, or DALE PRODUCTS ' 
INC. Now RS2 68K 3.71 i < 3.71 


179 20617 Resistor, Fixed Wirewound, 
: 100 K, 2 Watt, + 1%, HYCOR 
No. 628A lOOK, or CINRMA No. 
GH81R LOOK, or DAL PRODUCTS 
ING. No. RS@ 100K 3-71 a 3-72 


180 20611 Resistor, Fixed Wirewound, 
36 Ohm, 2 Watt, + 1%, HYCOR 
No. 628A 360HM, or CINEMA No. 
CHL81M 360HM, or DALE PRODUCT 
INC. No. R6E2 360HM Cr 2.37 . 


161 20591. Resistor, Fixed Wirewound, - 
/ «150K, 2 Watt, + 1%, HYCOR, 
No. 628A150K or CINEMA No. 
CELO1E 150K, or DALE PRODUCTS 


INC. No. R82 150K 4.08 1 4.08 
182 50037 Tranaiator, 2N342 ” | 2h..25 6 145.50 
183 450k5 , Tube, 5965 | | 2.15 4 8.60 
18h 50053 Diode, TRANSI'TRON, No. sVv82l | 7.50 2 15.00 
185 55011 Diode, HUGHES No. HD-6009 | 3g 12.52 
186 11614 Stylus, Moving Arm, per Oo . 
R-W Dwg. No. 70000881 25-20 5.00 
187 11618. Btylus, per R-W Dwg. No. . ; 
70001662 +20 . 200 40.00 
-15- 
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EQUIPMENT LIST Y-Xx. 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


ESTIMATED NO. OF ESTIMATED 


ITEM NUMBER = NOMENCLATURE 7 7 UNIT COST UNITS AMOUNT 
188 20609 —- Resistor, Fixed Wirewound, 


25 Ohm, 2 Watt, + 1%, HYCOR 

No. 628A 25 OHM, or CINEMA No. 

CE181M 25 OHM, or DALE PRODUCTS . 

INC. No. RS2 25 OHM . 2.87 * 1 2.37 


189 20612 Resistor, Fixed Wirewound, 

. 27K, 2 Watt, + 1%, HYCOR No. 

628A 27K, or CINEMA No. CRI81E 

27K, or DALE PRODUCTS INC. No. /- Se 
RS2 27K . 3-05 1 * 3.05 


190 58080 Transformer, Filament, TRIAD 

No. HSM 225 | 82.30 2 44.60 
‘191 45137 Tube, 6350 . . 1.95 ho. 7.80 
192 59006 Lamp, 25 Watt, 120 V., G. E. 

No. 64 55 10 5.50 
193 11528 Pen Motor, BRUSH ELECTRONICS 

BL-902, Modified 230.00 5 1,150.00 

19h «11665 Equalizer Unit, 3 3/4" - 15", | 

1/4" Tape, per R-W Dwg. No» . 

70001256 60.00 4 240.00 


195 11624 Equalizer Unit, 21/4" - 9", 
1/4" Tape, per R-W Dwg. No. , 
70001255 ; 60.00 4 240.00 


196 11615 Transformer, Playback-Record, 
Amplifier Input, per R-W 
Dwg. No. 70001520, ‘TRANSFORMER 


ENGINEERS No. 7942 45.00 6 270.00 
197 15033 Tube, 6CI6 > 1.48 4 5.92 
-16~ 
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inn emneeenenen anaes semaine) 
EQUIPMENT LIST Y-xX 


DEPOT: SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


MP ee bo jee ESTIMATED NO. OF RS'TIMATED 


ITEM NUMBER = NOMENCLATURE : _ UNIT COST = UNITS = AMOUNT 
198 12013 Transformer, Erase ~-Amplifier . a ae We | 
-  Qutput, pex R W Dwg. No. 700006 — $ 851.00 4 $ 3,404.00 
199 4o110 Reactor, Filter, TRIAD No. 18303 ; 19.65 ~=4  ~. 78,60. 
200 55022 Diode, 1N198 : PE RO BVEO 2 wn ly B.4o 
201 61127 ~—S Connector, Audio, CANNON : oa. | 
No. XL3-13 oe 193 6. .° ' 5,58 
202 58057 ‘Transformer, J. W. MILLER | | | 7 | 
CO. No. 4384 6.75. 6 40,50 
203 58069’ ‘Transformer, J. W. MILLER | oS | +>, ’ 
204 58072 Transformer, J. W. MILLER 7 ee hs | 
CO. No. 4384-3 6.75 6 | 4.0.50 
205 61133. Connector, CANNON No. XL- at 44 
. 3-128c 2.01 6 12.06 
206. 620721 Connector, Coaxial, UG-1051/U .88 6 15,08 
207 20644 -Potentiometer, CENIRALAB, a 
Radiohm No. JP~103-10K | _ 3.51 2 P08 
208  4olog9 = Filter, Band Pass, RYTRON a 
No. BP-283 £3 ~ 70.00 2 - 140.00 
209 holo? Filter, Band Pass, RYTRON a4 | 
No. BP-276 | 495.00 4 = 1,980.00 
210 ho1os Filter, Low Pass, RYTRON - 
No. LP-183-A oo | 40.00 6 240.00 
-17- 
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ITEM | 


‘211 


213 


21h 


Sew. ° 


216 


‘ 217 . 
ae 


Bg. 


~ 220 


221 


"200 


223 
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MP 
NUMBER 


40103 


11016 


11335 
~ 68019 


4oli2 


10894 


set 
10866" 

7328 
60085 


60055 
60002. | 


58081 
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Supersedes: 


Revision: 


EQUIPMENT LIST Y-X 


List Y dated 10-7-57 


DEPOT SPARES LIST FOR 3-CHANNEL 


DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


Filter, Suppression, 
RYTRON No- BR-114 


Head, Playback, for 2 1/k" - 9" 
Ampex Tape Transport, per R-W 

Dwg- No. 70000!59, LIPPS MFG. CO. 
Head Assy. for 15"-30" and 3 3/4"- 
15" Tape Transport, AMPEX No. 5933 
MA1298 403-3 


Circuit Breaker, 15 fri Curve 5, 
HEINAMANN No. XAM~33 


Filter, Band Suppression, 1KC, 
BR-116 


Shield, Tube, TS103U02 


Shield, Tube, TSLOZU0L 


Shield, Tube, TSLOZU02. 


Shiela, Tube, TSLO2U0L 


Switch pene yf aaa CUTLER ~HAMMER 
No. 8363 


Switch Assembly, SPST, CULLER-HAMMER © 


~ No. 8819K5 


Switch Assembly, SPDT, J. B. T. INSTRUMENT CO. 


No. sT42D 


Transformer, Power, Step Down, TRIAD — 


No. F E-16X 


ESTIMATED 
UNIT COST 


$ 125.00 


110.00 


450.00 © 


8.60 


75.00 


ee : 


113 


1.38 


87 


1.12 


3.18 


-18~ 


ESTIMATED 
AMOUNT 


$ 250.00 


220.00 
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EQUIPMENT LIST Y-xX 


DEPOT ‘SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


MP ESTIMATED NO. OF ESTIMATED 


ITEM NUMBER NOMENCLATURE Ss UNTT COST) =6s UNITS —s AMOUNT 
eek 58084 Transformer, Power, Step Down and 

Step Up, DRESSEN-BARNES No. CS6965 | $ 13.95 1 $ 13.95 
225 58085 . Transformer, Step Down, DRESSEN- | oe et | 

BARNES No. 9802 _ 14.25 1 1425 
226 58060 Transformer, Step Down, TRIAD No. 

F-22A 1 GFE 
227 58087 Transformer, Power, Step Up, | bak, . > 

ae DRESSEN~BARNES No. 8095 baad 15.45 i 15.45. 

228 58095 - ‘Transformer, Power, Step Up, - Pagke _ 7 

DRESSEN-BARNES No. 7994 ; 10.85 | 1 10.85 
229 30604 Capacitor, Fixed, Electrolytic, . 

30MF, 350 Vy SPRAGUE ELECTRIC . 

TVA-1610 1.00 3 3.00: 
230 30613 Capacitor, Fixed, Electrolytic, 

IMF, 30 - 15 PCT, 100 V, GENERAL. ; 

ELECTRIC 29F519 7°25 3 21.75 
. 231 20631 Capacitor, Fixed, Electrolytic, 

OME, 50 - 10 PCT, 450 V, MALLORY . 

FP=146 3 GFE 
232 30612 Capacitor, Fixed, Electrolytic, 

imF, 20 PCT, 75 V, GENERAL ELECTRIC 

29F580 4.50 5. 22.50 
233 30003 Capacitor, Fixed, Electrolytic, 

MF, 30 - 15 PCT, 150 V, GENERAL . 

ELECTRIC 29F447 : 9.30 5 46.50 
234 20630 Capacitor, Fixed, Electrolytic, 

Dual, 40 - hO MF, 50 - 10 Pct, 4T5 Vv, 

MALLORY FP-262 2.53 3 759 
235 30606 Capacitor, Fixed, Ceramic, Dielectric, 

LOMMF, 600 V, AEROVOX CORP. No. BPD-.O1 2 GFE 


~19~- : 
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EQUIPMENT LIST Y-x 
DEPOT SPARES LIST FOR 3~CHANNEL 
DATA REDUCTION EQUIPMENT 
_ MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE | UNIT COST UNITS AMOUNT 
236 55065 © Semiconductor Device, Diode, Selenium, . 
DRESSEN-BARNES D-3879 (7510530) af see GFE . 
237 45oks5 Tube, Electron, 5965 . 3 - GFE 
238 = 45069 Tube, Blectron, Sulca/cB | 3 GFE 
239 45090 Tube, Electron, 6BG6G, Receiving, 
| JAN MIL-E-1/53A | a. | GFE 
2h0 45064 Tube, Electron, 6AV6, Receiving, | E 
JAN MIL~E=1/51A 3 GFE 
2h1 45014 Tube, Electron, 6V6G, Receiving, ; 
JAN MIL-E-1/h2 HF Gre 
pha 45084 Tube, Electron, 12AX7, Receiving, | . | 
. _ JAN MEL-E-1/128B ish 3 GFE 
24345038 «= Tube, Blectron, 5651WA, Receiving, | + eS 
JAN MIL~E-1/825A 3 GFE 
24, «47323. Tube, Electron, OA2WA, Voltage | “ - © vue 
Regulator, JAN MIL-E-1/290A : 3 GFE 
245 . ‘4502k Tube, Blectron, 5670, Receiving, 7 
JAN MEL-B-1/5A 3 GFE 
246 445105. Tube, Electron, 5727/2021W, Thyratron, | | 
_ JAN MIL-E-1/83A 3 GFE 
2h7 45012 Tube, Electron, 5814A, Receiving, . 
JAN MIL-E-1/12A . se ee | GFE 
2h8 45060 Tube, Electron, 5725/6AS6W, Receiving, | SO 
JAN MIL-E-1/6¢ $ 3.80 3. $ 11.40 
2h9 57038 Fuse, Cartridge, 250 V, BUSS AGC~1/200 Amp Oh 50 2.00, 
250 $6024 Fuse, Cartridge, slo-Blo, 3AG, 10 Amp, | 
: 32 V, LITTLEFUSE No. 313010 22 50 11.00 
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DEPOT SPARES LIST FOR 3~CHANNEL 
DATA REDUCTION EQUIPMENT 


_ NP | ESTIMATED NO. OF ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
251 5601.4. Fuse, Cartridge, Instantaneous, ~~ 

3AG, 1/8 Amp, 250 V, LITTLEFUSE 

No. 312.125 | $ 12 50 6.00 
252 68055 Relay, Armature, SPDI, 10,000 Ohm, . 

POTTER & BRUMFIELD PW5LS-LO000 —- 12.00 2 12.00 

253 68065 Relay, Armature, 3PDT, 115 Vv, 

POTTER, & BRUMFIELD KRPLA115 795 2d TS 
254 68091 Relay, Thermal, Time Delay, SPDT, = 

CURTIS-WRIGHT Type 6.330A 10.00 1 10.00 

255 20652 Resistor, Fixed, Composition, 200 K, ; 

1 PCT, lW, AEROVOX CORP. CP-1-200K 56 5 . 2.80 
256 20653 Resistor, Fixed, Composition, 220K, | 

1 PCT, 1W, AEROVOX CORP. CP-1-220K 56 5 - 2,80. 
257 20655 Resistor, Fixed, Compsoition, 120K, . 

1 PCT, lw, ABROVOX CORP. CP-1-120K 56 5 2.80 

258 20656 . ‘Resistor, Fixed, Composition, 95K, 

1 PCT, 1W, AEROVOX CORP. CP-1-95K 56 5 2.80 
259 _ 20505 Resistor, Fixed, Composition, 1.5 Megs, 

1 POT, 1W, AEROVOX CORP. CP-1/2-1.5M 38 5 1.90 
260 20535 = Resistor, Fixed, Compsoition, 750K, . 

1 PCT, 1/2W, AEROVOX CORP. CP-1/2~-750K 38 5 1.90 
261 204.93 Resistor, Fixed, Composition, 3 Meg., 

1 PCT, 1/2W, AEROVOX CORP. CP-1/2-3M 38 5 1.90 
262 20598 Resistor, Fixed, Composition, 73K, é 

1 PCT, 1W, AEROVOX CORP. CP-1-73K oo? ) | 2.80 
263 20621 Resistor, Flxed, Composition, 62K, 

1 PCT, 1W, AEROVOX CORP. CP-1-62K 56 5 2.80 
26) 20556 Resistor, Fixed, Composition, 25K, . 

1 PCT, LW, AEROVOX CORP. CP-L-25K 56 : 2.80 
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MP 
NUMBER 
20490 
20470 


2O6K9 


10650 


20651 
20645 
20646 


20647 


20648 


20514 


10956" 
10913 
10980 
10880 
12012 
61133 
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« ateten ESTIMATED 
NOMENCLATURE ne oh Seria UNIT COST 
Resistor, Fixed, Composition, IK, . 
1 PCT, 1W, ABROVOX CORP. CP-1-1K $ «56 
Resistor, Fixed, Composition, 250K, + 
1 PCT, 1W, AEROVOX CORP. CP~1-250K oa 6 
Resistor, Fixed, Composition, 50K, at eae 
1 PCT, 1W, AEROVOX CORP. CP-1-50K 56 
Resistor, Fixed, Composition, 1 Megs, 
1 PCT, LW, AEROVOX CORP. CP-1-1M 56 
Resistor, Fixed, Composition, LOOK, 
1. PCT, 1W, AEROVOX CORP. CP~1-100K 156 
Resistor, Fixed, Composition, 80K, } 
1 PCT, 1W, ABROVOX CORP. CP-1-80K 956 
Resistor, Fixed, Composition, 500K, 
1 PCT, 1W, AEROVOX CORP. CP-1~500K | +56 
Resistor, Fixed, Composition, 150K, 
Resistor, Fixed, Composition, 90K, 
1 POT, 1W, ABROVOX CORP. CP-1-90K i 56 
Resistor, Fixed, Composition, 6 Meg., 
1 PCT, 1/20, ABROVOX CORP. CPL-1/2-6M Ah 
Bocket, Octal, 8 Pin, TALOLPOL 
Bocket, Minfature, 9 Pin, TSLO3PO1 +36 
Kocket, Miniature, 7 Pin, TSLO2POL 127 


Socket, Octal, 11 Pin, AMPHENOL Noe 77-MIP=ll .15 
Counter, Modifled per R-W Dwg. No. 70000849 50.00 


Connector, Plug, Blectrical (AND 10427), 
MS31L06n1L.8-99 1.27 


NO. OF — 


8 


ESTIMATED ©" 
UNITS AMOUNT 


2.80 
2.80 


2.20 
GFE 
1.80 
1.08 
015 


50.00 


1.27 
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ae eee eae See een ees eee ae 
EQUIPMENT LIST Y-x 
DEPOT SPARES LIST FOR 3~CHANNEL 
DATA REDUCTION EQUIPMENT . 
_ MP - ESTIMATED NO. OF ESTIMATED 
ITEM = NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
281 6140 Connector, Plug, Electrical, .- 
: 3 Wire » Polarized, H. HUBBELL, INC, , x 
No. 7311, : $ 1.57 1 $ 1.57 
282 61132 . Connector, Plug, Electrical (AND 10427), , : 
“2° & MS3LOGBLYNS-9P eB 1.23 
283 61134 ~- Connector, Plug, Mlectrical (AND 1oW25), ° 3 
| MS3106BLOSL-35 3 “99 1 99 
284 61135 Connector, Plug, Electrical (AND 10431), ae 
: MS3108B22 -5P — 2.20 1 2620 
285 61136 ~~ Connector, Plug, Electrical (AND 10432), ; 
MS31L08B24.~10P 3°37 1 3°37 
286 61137 Connector, Plug, Electrical (AND 10431), 2: 
MS3108R22~55 | | 2.68 a, — 2.68 
287 11232 Knob, Skirted, RAYTHEON No. 70~3-2 L a GFE 
288 70057 Knob, RAYTHEON No. 70-5-2 an “72 dees | “72 
289° 62108 Jack, H. He SMITH No. 275 “20 1 - 1280 
290. 10897 = Holder, Lamp, MARCO No. VM30080M 185 2 8 61.70 
291° 59021 Cap, Lamp, MARCO No. 6P5 60 oe! -60 
292 30623 Capacitor, SPRAGUE No. 1O9P1LOLOy 2h 3 242 
293 12076: Counter, Modified per R-W Dwg. No. 30.00 1 90.00 
70000850 ; oo 
29h 10285 Counter, Modified, per R-W Dw. No. | . 
TO000851 . 50.00 1 50.00 
- 295 . 12102 Counter, Modified, per R-W Dwe. No. | 
79000852 : , 50.00 1 50.00 
296 61103 ° Connector, Receptacle, Electrical, 
(AND 1.0425), M93LO2AL0SL~3P 57 1 57 


24 °° 6098 Connector, Receptacle, Blectrical., : 5 dass 
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Effective: 
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Reviston: 


DEPO[ SPARES LIST FOR 3~CHANNEL 
DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


Connector, Receptacle Electrical, 
(AND 10432), MS3102A2h10g 


Connector, Receptacle, Electrical, 
(AND 10427), ms3i02aiig-op 


Connector, Receptacle, Electrical, 
(AND 1.0431), MS3102422~5P 


Connector, Receptacle, Rlectrical, 
(AND 10432), MS3102A2).-1OP 

Connector, Receptacle, | 
3 Wire, Polarized, H, 
No. 7327 


Electrical, 
HUBRELE, INC. | 


Connector, Receptacle, Electrical, 
(AND 10427), MS31L02A148-99 


Connector, Plug, Electrical, 
(AND 10432), MS3108B24 ~Log 


Electrical, 3 Wire, 


Polorized, H. HUBBELL, INC. No. 7313 


ESTIMATED 


UNIT Cost 


_ duly 15, 1958 


list ¥ dated 10-7-57 
ea 

NO. OF = ESTIMATED 
UNITS AMOUNT 
a $ 3.18 
L «58 
1 1.10 
| a 2°25 
1 1.51 
aL 62 
ah 4,30 
J. 2h 


20 77 
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